Subject: 

Updated: Electrical Upgrade Meeting - IMPORTANT- Shutdown Dates 

Location: 

133 

Start: 

4/7/2011 1:30 PM 

End: 

4/7/2011 3:00 PM 

Show Time As: 

Busy 

Recurrence: 

(none) 

Meeting Status: 

Accepted 

Organizer: 

Dooley, Jacqueline (DPH) 

Required Attendees: Facilities Work Group; Morrison, Robert (DPH) 

Optional Attendees: Erskine, Warren (DPH); McGuire, Thomas M (DPH); Gauthier, Cheryl (DPH); 

'Lautner, Patricia'; Lawler, Michael (DPH); Krumholz, Glenn (DPH); Kazianis, Arthur 
(DPH); Hennigan, Scott (DPH); DPH-SLI-ABenjamin; 'Eaton, Roger'; 
DPH-CDC-JNickerson; Elvin, Paul (DPH); Barrows2, Peter (DPH); Caloggero, Dina 
(DPH); Koszalka, Sue (DPH); Calvagna, Patricia (DPH); Borne, Alan (DPH); 'Godwin, 
Susan'; Massif, Julianne (DPH); 'Abbott, Brian'; Smole, Sandra (DPH) 

Resources: 

133 


When: Thursday, April 07, 2011 1:30 PM-3:00 PM (GMT-05:00) Eastern Time (US & Canada). 
Where: 133 

Note: The GMT offset above does not reflect daylight saving time adjustments. 

^ r\j^ r\j^ r\j^ f\j^ t\j^ 


Due to a scheduling conflict, this meeting has been moved to Thursday April 7th. 

John will be going over the final electrical shutdown dates at this meeting. If you cannot attend, please 
send staff to represent you. 
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